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2 Taft Court 
Rockville, 

Maryland 20850 
(301) 294-8582 

September 10, 1993 



received 

SEP 1 5 1993 

R. A. FENNER 


Ms. Brenda T. Hodge 
Dr. S.T. Jones 
Mr. William F. Kuhn 
Dr. John H. Lauterbach 
Mr. Byron F. Price 
Mr. Gregory A. Sulin 
Mr. Robert S. Pless 

Addressees: 


CCS 




S. Parrish 
C. Purcell 

J. Murphy 

K. Houghton 
C. Ellis 

J. Whidby 

j^yFcnneri 


I am sending new pages 1 through 13 to the 1993 FTC Report 
mailed to you August 31, 1993. Rather than having an errata sheet, all 
the pages were redone. 


Sincerely, 


William L. Steele 


Enclosure: 


xc: 


John P. Rupp 


PM3000786150 


Source: https://www.industrydocuments.ucsf.edu/docs/xppk0001 









